214    RECOVERY OF SODA FROM SPENT LIQUORS.
effect, with four connected cylinders, but multiple effect apparatus may be constructed with an increased number of cylinders up to ten or twelve. The heating cylinders B1 B2 B3 B4, containing the evaporating tubes or coils, are preferably arranged in the same horizontal plane, and are provided at the discharge ends of the evaporating coils
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with separating chambers, A1 A2 A3 A4, of enlarged diameter, and at the supply ends of the coils with the coils with return bend ends, c1 c2 c3 c4. From each separating chamber, A1, A2, valve pipe D1 D2 D3 leads into the shell of the next heating cylinder, as B2, B3, B4, and vapour pipe D4 leads from the last separator A4 to the condenser H, and the vacuum pump HI. A cylindrical catch-all chamber